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I. INTRODUCTION 


ine primaby socus Of this thesis 1s to report the 
results of ambient underwater acoustic noise measurements 
made in three large tank exhibits at the Monterey Bay 
Aquarium and in the inner Monterey Bay. Although the study 
of ambient noise in various oceans has been extensive and is 
well documented, a comparison of the underwater ambient 
noise in a large attraction-type aquarium to that of the 
environment which it attempts to simulate has either never 
been done or has not been well publicized. This thesis 


reports such a comparison. 


A. RESEARCH MOTIVATION AND OBJECTIVE 

It has been observed that the behavior of many species 
of fish is radically different when in captivity compared to 
the same species’ behavior in its natural environment. 
There are many factors contributing to this difference. It 
is believed that the primary factor is simply the increased 
level of stress caused by the shock of being in a new 
environment. It is also believed that, aside from the 
initial shock of a new environment, the continuous noise 
level is another potential source of stress. This thesis is 
not an attempt to discuss the physiological effects that a 
high-noise environment may cause on a species, but to report 
these noise levels in one specific aquarium and how they 
differ from the species’ natural environment. It is of 
paramount interest to aquarists to know as precisely as 
possible the causes of stress and, henceforth, be able to 
keep them to a minimum. 

This investigation is the first in which acoustic 
ambient noise measurements were made in the Monterey Bay 


Aquarium. For this reason, the aquarium staff were very 


enthusiastic and accommodating throughout the entire 


research. 


B. THESIS OUTLINE 

This thesis is divided into seven chapters. The first 
is an introduction describing the motivation and objectives 
Of ne Study. Chapter if 18 a discussion Of the Vandeus, 
sources of noise in the ocean. The third chapter describes 
the experimental methods and some of the characteristics of 
LHeweGqutement used-w@hapters IVganeeVyeucpOrimeme resulus of 
ambient noise measurements in the Monterey Bay and the 
Monterey Bay Aquarium; Chapter Vi is a comparison of the 
two. The final chapter summarizes the results and draws some 


conclusions based on these results. 


II. AMBIENT NOISE IN THE SEA: SOURCES AND SPECTRA 


Ambient acoustic noise is a sustained, unavoidable 
background of sound. It is generally broadband in nature. 
For the purpose of the present study, the term “ambient 
noise” shall mean ambient underwater acoustic noise, and 
shall not include transient events, such as may be caused by 
a passing boat or plane, or self-noise, such as that caused 
by cable strum or current flow around a hydrophone. As one 
may expect, there are a variety of sources of ambient noise 


in the ocean. 


A. STANDARD MEASURES OF BROADBAND ACOUSTIC NOISE 

A precise definition of the underwater acoustic noise 
level (NL) is the average acoustic intensity level measured 
by a hydrophone within a specific frequency band. It is 
generally expressed in decibels (dB), with reference to a 
plane wave of 1 wPa rms pressure. [1,2] Broadband noise is 
commonly quantified by its noise spectrum level (NSL) as a 
function of frequency. This level, cited in most 
literature, is typically a noise spectrum level in dB with 
reference to a standard pressure per unit bandwidth, so that 
the effect of the bandwidth may be eliminated. 
Specitically, 


NSL = NL in a 1-Hz band. 


Experimentally, the NSL is commonly estimated from the noise 


level ina BW Hz band using: 


Estimated NSL = NL ina BW Hz band — 10log(BW). 


The units are dB re 1 uPa/sgqrt-Hz. [1] Actually, this noise 
spectrum level (in a 1-Hz band) should be referred to as the 


noise spectral density level. It should be noted, however, 


thatyere remaan Cénsistentewithmeur vente liecrseieemer his 
repere will use the generic label@on Noch as the sequn lene 
of the noise spectral density level or noise spectrum level 
in a 1-Hz band. 

The computation and presentation of the NSL versus 
frequency is commonly termed a “narrow band analysis”. Also 
reported herein are the results of one-third-octave band 
allay SeS MmerOmethese, Standardsoneschi ra ocravemmreoqucnay 


bands were employed [2]. 


B. DEEP-WATER AMBIENT NOISE IN THE OCEAN 

The ambient noise spectrum is the result of the 
Superpositicompof conbributionsecot cifferentaonysical 
origins. Figure 2.1 shows a group of representative deep- 
water ambient NSL spectra for different conditions. The 
SHipping treaties (Omsdensi tyjmeboecit ficuwhe Po elecuirate ly 
estimate and is primarily estimated strictly as a function 


of distance from the nearest shipping lane. 
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Figure 2.1. Average deep-water ambient noise spectral 
density levels [2]. 


In various frequency regions of the spectrum, a single 
source mechanism is dominant. Urick defined a convenient 
breakdown of the frequency bands and the principal sources 
of noise contributors within these bands in his Principles 
of Underwater Sound [3]. Etter [4] and Carey and Fitzgerald 
[5] also used these frequency bands in their own discussions 
of the dominant ambient noise sources. A brief summary 
follows. 

Band I contains frequencies below 1 Hz. Accurate 
measurements in this band are difficult to make due to the 
self-noise of the hydrophone in even the most minimal 
GUEEENES- Blne most, likely ceommeribputor Ob =nedsesin Ehis band 
is seismic activity. Urick defined Band II between 1 and 20 
Hz. It is almost always characterized by the -8 to -10 
dB/octave slope and is most likely a result of oceanic 
turbulence. The slope flattens in Band III (20 to 500 Hz). 
High wind speeds can contribute to the noise in the upper 
portion of this band but it is generally dominated by 
distant shipping. Band IV is the largest and perhaps the 
best known. It spans from 500 Hz to about 50 kHz and 
contains the familiar Knudsen Spectra. It is characterized 
by a -5 to -6 dB/octave slope and is dominated by surface 
noise (wind and sea state). It is now known that this 
“surface noise” is the result of damped radiations from 
newly formed microbubbles created by spilling breakers, 
sometimes referred to as “Screaming infant microbubbles”. 

[6] Band V is the ultrasonic band (>50 kHz) and is 
dominated by thermal agitation. [2] 

R.F.W. Coates [7] further simplified the work of Urick 
[3] and Wenz [8] with his empirical formulas for estimating 
the noise levels from the primary contributors. The 


individual noise spectrum levels are 


NSL erm = —15 + 20log(/) Ce) 


NSL,, = 50 + 7.5V w + 20log(f)- 40log(f + 0.4) (25 
NSL ship = 40 + 20(D — 0.5) + 26log(f) — 40 log(f + 0.03) 233 
NSL up =17 — 30log(/) (2 


where £ is the’ frequency im kHz, Dis the shipping density 
parameter, which ranges from O(very light) to l(heavy), and 
wis the wind speed in m/s. The overall noise spectrum 


level can then be calculated as 


NSL =10log(o*%—!9 4 19 %Sri! 4 NStm i! 4 1QNMmelt0) 95 


The resulting units from the above estimations are all in dB 
Gee ithe ee SHereZ | Figures 2 1sva plet on the overall 
average deep-water ambient NSL for frequencies ranging from 
l HZ WeeesOO00 kHz wusing equations 2.1-2.5.  @eates »~formulae 
were used throughout the present investigation to estimate 


typical deep-water ambient noise spectra. 


NSL (dB re 1 micro-Pa/sart-Hz) 


Ambient Noise from Various Sources 


: = 
O05 co cornea borerectescecerthootarebenes OES OC SOO Ha OO Etat obasoeatbotactocccoumccecetenese 
. 


. 
. 
. 


| Shipping density 


. 
: 
: 

eae cece: be ccccescceese| see: 
. 
e 


7 


0 gum oneve Groce enevscesceewnc coset eosccanneee oof 


° 
10 © 00 BAS S200 FAO 00 00 0 0400 cume Fons 00 Ce aCEES FOF CONES OEESOOSE: 
: 


1 


. 
: 

o 094 FOGSS COS 00 240 ODO Gb FET Ee SATE TEs Fe ED THD Oo SEEteL CC: 
° 
: 


s = = 
000 0 OFEH F ORG e SHEOO DEERE Of FOES OFS OOF00 00 CTO a OO O90 OF OF COGS Of COE00 000 PERL OSS COSTE ODEED OFS 6 OSTEO DH 00450 00 OOSESTES OFEDOS SC OOESD OSORNO eee 
. : ° 
: : 


: 
Coen ce nde esareat hee enace eacceseucseceesoooes 
: 
: 


: ° 
: : 

00 wesee ae rt 000 00500 6000000 000 0000 BET 00 00 008400008000 0008s 00 CEO Ds 0000 00 Ont enaT soos hue 90 Conte Hane: 
= * 
: : 





Frequency (kHz) 


Figure 2.2. Estimated deep water ambient noise 
spectrum level (NSL) over the frequency range from 
1 Hz to 1000 kHz. Adopted from Coates [3]. 





Iiil. EXPERIMENTAL METHODS AND PROCEDURES 


Experimental underwater ambient acoustic noise data 
were gathered using three primary components: a hydrophone, 
a PrLCalipl I tlem yy eand awaot Creo di Gitar tape recorder. Figure 
3.1 1s a block diagram of the basic setup. All recordings 
were made using a single, Navy type DT-276 hydrophone. It 
has a relatively flat open-circuit free-field voltage 
sensitivity up to approximately 6.5 kHz, with a down-3-dB- 
point at approximately 6.8 kHz. The hydrophone 
specifications and typical frequency response curves can be 


seen in Appendix A. 


Voice Microphone 


2 Channel 
DAT Recorder 


ITHACO 1201 Low 
Noise Pre-amplifier 


Headphones 
DT-276 Hydrophone 


Figure 3.1. Recording equipment setup. 





The preamplifier used was ITHACO’s model 1201 Low Noise 
Preamplifier. The preamplifier filtered the signal (high 
and low pass), amplified it, and then passed it to one 


channel of a TASCAM DAP-1 Digital Audio Tape (DAT) recorder. 


The DAP=]l Ysa" lo-bit digitalm@andigs tasesrecorder. FAI 
recordings were made using a sampling rate of 48 kHz. The 
Gain On the preampliricer was vsot .omehe tia t cteomoce 
recorded signal was commonly in excess of 10% of the full 
scale. The specifications of the preamplifier and DAT 
recorder can be seen in Appendix A. 

A voice microphone was connected to the second channel 
of the recorder to document the events and conditions. 
Headphones were used to listen to the underwater recordings. 
The preamplifier and recorder were operated using their own 
battery power supplies. 

The general specifications of the ITHACO preamplifier 
and the TASCAM recorder are listed in Appendix Al Table 3syi 


lists some of the specific settings used. 


TABLE 3.1 Recording equipment settings 


ITHACO Low Noise Preamplifier TASCAM Digital Recorder 


> > 


10 
Filter, High Pass (6 dB/octave) Analog Input 
Filter, Low Pass (6 dB/octave) Sampling Frequency 
Input Coupling Phantom Power Supply 





The hydrophone cable was wound onto a portable garden 
hose reel for easy transporting and deploying/retrieving. 
The bay recordings were made from a small, 14-ft sport- 
fishing boat, with the hydrophone suspended directly over 
the side. The boat’s motor and built-in electrical 
equipment were off during the recordings. The aquarium 
recordings were made with the hydrophone either suspended 
from above uSing a rigid pole (to maintain sufficient 
distance from the walls) or, in the case of the largest 
exhibit, the hydrophone was suspended from the feeding 


platform. Schematic drawings of the three aquarium 


10 


exhibits, showing the hydrophone locations can be seen in 
Appendix B. 

The equipment setup was ideal for recording in 
relatively mild conditions such as those encountered in the 
aquarium exhibits. This was not the case, however, for the 
Bay recordings, pameeeculariy in locations far £rom shore. 
The rise and fall of the hydrophone with the swells often 
caused enough of a pressure variation on the hydrophone to 
overload the preamplifier. For this reason, the recordings 
were often difficult to make, and on a few occasions, no 
usable data were taken. 

The raw audio tape recordings were all played in the 
laboratory. Listening to the two channels Separately, and 
often at different volumes, made the selecting of pertinent 
short segments from hours of recordings a more manageable 
task. Verbal comments such as “The wave machine 1S now 
off,” or “We are now recording at a latitude and longitude 
of...” were also helpful in selecting records. Listening to 
the hydrophone channel alone allowed for the eliminating of 
blocks of recordings in which the preamplifier was 
overloading too often. A minimum of eight seconds of 
uninterrupted data was needed for the broadband analyses. 

Representative 8-second segments of noise were selected 
and analyzed using a Hewlett Packard Dynamic Signal Analyzer 
(Model 35665A). The gain of the preamplifier and DAT 
recorder, as well as the average low-frequency hydrophone 
sensitivity, were compensated for in the data analysis. No 
compensation was made for the variation in hydrophone 
PeequenOveros ON -7motMcc Loum opensc) 1s flat toewithin 
+/- 1 dB up to 6.4 kHz-—the upper frequency limit of the 
narrow-band analyses performed. 

From the chosen segments, 16 contiguous, 125-ms time 


records were selected for narrowband analysis. A Hanning 


ll 


window was applied and a fast Fourier transform was 
performed on eachwrecord. Overlap processing was moe 
employed. “Thesmean-square pressure in ay 2—iiee equivalent 
noise) band was computed for each record for frequencies 
frome) toge.4 kiz, with angS-Hagmaiter spacimemeeahe results 
for the 16 records were then rms averaged. They are 
presented in Chapters V through VII as average power 
spectral density level, or noise spectrum level (NSL), 
versus frequency. 

The empirical estimations of noise spectrum levels 
following Coates (Figure 2.2) were also plotted along with 
these NSLs. Values for the wind speeds and shipping density 
variables were chosen to be bate ly representative oO mecrtie 
conditions encountered or in the case of the aquarium 
exhibits, to be typical of the conditions they are intended 
to model. | 

A broadband, or one-third-octave analysis was also 
performed on these same segments, from 10 Hz to 8 kHz. The 
standard center frequencies of the one-third-octave bands 
were used [2]. A linear average was taken uSing an average 
time of 8 seconds. 

Both the narrowband and the one-third-octave analyses 
were saved to standard 3.5 inch floppy disks and then viewed 
with the Hewlett Packard Data Viewer software, model HP 
35639A. These data were then converted to a MATLAB-usable 
format and the resulting plots were generated using MATLAB. 


Appendix D shows samples of the programming code used. 


le 


IV. MEASURED AMBIENT NOISE IN THE MONTEREY BAY 


Recordings were made in several locations in the inner 
Monterey Bay. For the purpose of this investigation, data 
from two typical locations will be presented. They are 
representative nearshore (NS) and offshore (OS) positions. 
Figure 4.1 shows where the recording positions are located 
geographically. 

The offshore position was approximately five miles off 
the California coast, just west/south-west of the mouth of 
the Salinas River. The bottom consisted primarily of mud 
and was approximately 270 feet (82.3 m) in depth. 

The nearshore position was less than one mile from the 
coast, just inside Point Pinos. The bottom was a mixture of 


sand, gravel and shells and was 80 feet (24.4 m) deep. 
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Figure 4.1. Locations of nearshore (NS) and 
offshore (OS) measurement positions and of 
weather buoy (WB) [9]. 


1p 


Table 4.)P lists the pertinent envaronmentalmedata for 
both locations. The water depth, water temperature, and air 
EGMBesaeEure were recorded aimee actual Postrionewheu—sbne 
recordings were taken. The sea state is a “best guess” 
estimation based on personal professional experience. The 
wind speed for the offshore location was taken to be the 
same as that measured at the Weather Buoy (WB in Figure 
4.1). The nearshore locations were often shielded, and 
despite what value was reported at the Weather Buoy, the 
wind speed at the recording location would be clearly less. 
Portunately, in these cases, the wind at the recording 
location was usually negligible and was thus taken to be 
either 0 or 2 m/s in Coates’ formulae for estimating the 


noise spectrum levels. 


Table 4.1 Environmental conditions at 
Monterey Bay measurement positions. 


Position Nearshore 
a 
Tatinde TT NTN 

Longitude 121954.8° Ws 


80 ft (044m) | 
Water Temp 14.0°C 13.39C 
[Estimated SeaState [2-3 SSO«dDS 





Bs THE OFFSHORE RECORDINGS 

The data presented here were recorded on 10 May 1997 
under fairly moderate conditions. The wind speed (recorded 
at the weather buoy) was 7 m/s and the sea state was 
approximately 2 (calm suxniace witm 2-5) fece Swells). The 


hydrophone was at a depth of 40 feet (12.2 m). 
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A one -thita-octave—-band analysis was performed on 
selected samples from these recordings with the HP Signal 


Analyzer and is shown in Figure 4.2. 


One-Third-Octave-Band Spectrum Level 
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Figure 4.2. One-third-octave-band noise spectrum 
for the Monterey Bay offshore location. 

A narrow band analysis was also performed on these data 
(Figure 4.3). The smooth curves are estimated NSL curves 
following Coates (Chp. 2, Part B). The values used for the 
shipping density and wind speed are O and 0.5, and 2 and 10 
m/s, respectively. 

There is a peak of unknown origin at approximately 3 


kHz that appears in both the one-third-octave-band and the 


narrow-band analyses. 


[5 


Noise Spectrum Level versus Frequency 
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Figure 4.3. Observed 12-Hz-band-average NSL 
versus frequency for the bay offshore 
location. The estimated NSLs are for D=0 and 
0.5 and w=2 and 10 m/s. Total broadband (0-6.4 
iz) ies 1 6-ds res yea. 

The measured NSLs follow closely those calculated using 
Coates’ empirical estimations in the frequency range 
dominated by wind speed and sea state (>200 Hz). They are, 
however, noticeably higher than calculated in the frequency 
region dominated by shipping density (20 to 500 Hz). This 
leads one to believe that, although shipping traffic is 
light in the Monterey Bay, there may be significant noise 
contributors from the lanes between Los Angeles and San 


Francisco, and even Santa Cruz. 


[oye THE NEARSHORE RECORDINGS 


The data presented here were recorded on 10 July 1997 
under very favorable conditions. Both the wind and the sea 
state were negligible. Again the hydrophone was at a depth 
of 40 feet (12.2 m). 

A one-third-octave-band analysis was performed on this 


data and is shown in Figure 4.4. 
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One-Third-Octave-Band Spectrum Level 


One-Third-Octave Level (dB) 
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Figure 4.4. One-third-octave-band noise spectrum 
for the Monterey Bay nearshore location. 


A narrow band analysis of these same data was performed 
(Figure 4.5). Again the smooth curves are the empirical 
estimations using 0 and 0.5 for the shipping density and 2 


and 5 m/s for the wind speed in Coates’ formulae. 


Noise Spectrum Level versus Frequency 
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Figure 4.5. Observed 12-Hz-band~average NSL 
versus frequency for the bay nearshore 
location. The estimated NSLs are for D=0 and 
0.5, and w=2 and 5 m/s. Total broadband (0- 
624 hhZ) Nines ise dB re i Pra. 
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The measured NSLs follow the general trend of the 
estimated values, again with significantly higher levels in 
the shipping density Prequeney ceciine SZ Zam | 

A comparative analysis of the one-third-octave-band 
NSLs is shown in Figure 4.6. The offshore levels are 
consistently nignher, particularly in jtme region dominated by 
wind speed (>200 Hz). Both curves show peaks at 
approximately 60 Hz, although the nearshore peak is 
Significantly larger. Also of interest are the peaks in the 
nearshore NSL at approximately 120 and 240 Hz. Since all 
bay recordings were made with the equipment operating on 
battery power, these can most likely be attributed to 


industrial noise from nearby shore sources. 


One-Third-Octave-Band Spectrum Level 
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Figure 4.6. One-third-octave-band noise spectra for 
the Nearshore and Offshore locations. Total 
broadband NLs are 113 dB and 116 dB (re 1 pPa) for 
Nearshore and Offshore, respectively. 
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A comparative look at the narrow-band analysis is shown 
in Figure 4.7. Again, the primary difference in the NSLs of 
the two locations lies in the wind dominated region of the 


frequency spectrum (>200 Hz). 


Noise Spectrum Level versus Frequency 
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Figure 4.7. Observed 12-Hz-band~-average NSL versus 
frequency for the Nearshore and Offshore locations. 
The estimated NSLs are for D=0 and 0.5, and w=2.and 10 
m/s. Total broadband (0-6.4 kHz) NLs are 113 dB and 
116 dB re 1 uPa for Nearshore and Offshore, 
respectively. 
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V. MEASURED AMBIENT NOISE IN THE MONTEREY BAY 
AQUARIUM 


Recordings of underwater ambient acoustic noise were 
made in the three largest tank exhibits of the Monterey Bay 
Aquarium: the Kelp Forest Exhibit, the Monterey Bay Habitats 
Exhibit, and the Outer Bay Waters Exhibit. Measurements 
were made with various mechanical equipment (motors, fans, 


pumps, sprinklers, wave machine) both on and off. 


A. THE OUTER BAY WATERS EXHIBIT 


A We Operating specifics 

The Outer Bay Waters (OBW) exhibit is the aquarium’s 
largest exhibvi. Tt eceonrarns Ie4 meliion gallons of water of 
which 880,000 gallons are visible. The remainder is between 
the cosmetic false-bottom and the 22-inch concrete 
reinforced structure walls. It has a maximum length of 90 
feet (27.4 m), maximum width of 52 feet and 6 inches (16 m), 
and height of 35 feet (10.7 m) with a water depth of 32 feet 
(9.8 m). The semi-~elliptical shape of the exhibit can be 
seen in Appendix B, Drawing 1. 

The main viewing area is 54 feet (16.5 m) long and 14 
feet 4 inches (4.3 m) high and made of a 10-inch thick 
acrylic window. The exhibit spans the height of all three 
floors of the aquarium, and is viewed from the first and 
second floors. The service area for the exhibit is located 
on the third floor, with the exterior roof of the building 
directly overhead. The area is not air conditioned but 
contains ventilation fans mounted on an exterior wall. The 
ventilation fans cycle on and off depending on the air 
ie Wie ec elm iae: 

Seawater is piped in from the bay from an inlet located 


approximately 900 feet (274 m) out and a depth of 50 feet 
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(15.2 Ode It is passed through parwereulate um lisers, into 
the exhibit, and back out to the bay at a rate of 7,150 
gallons per minute. The water temperature is consistent 
with the bay and therefore primarily changes only from 
Seescnmcto Season. ) The PUMP Niaemimnery coom tselecesrcalom 
part Of =ene second and third floors in close Vvileinit vo mane 
exhibit, The Seawater Circulation system 1S “continuous 5 .mm 
operation. 

A bubble curtain, located just inside the viewing 
glass, is normally in continuous operation during non- 
business hours. Its purpose is to alert fast-swimming fish 
to the presence of the window, and thus to minimize the 


likelihood of injury due to avzcollision witheene ‘class. 


Zh, Ambient Noise Spectrum Levels 

Recordings were made in the OBW under various typical 
operating conditions, primarily with the pump machinery on, 
and the fans and bubble curtain both on and off. The 
recording position can be seen in Appendix B, Drawing 1. On 
one occasion we were lucky enough to have the opportunity to 
record during a complete power outage of the east wing, a 
rare occurrence during which time maintenance was being 
performed on the aquarium’s power plant. There was 
approximately a 30 minute time window before the portable 
generators were brought online. Table 5.1 lists the 
broadband noise levels (0-6.4 kHz) observed for the various 


equipment conditions. 


Table 5.1. Measured broadband (0-6.4 kHz) noise levels (NL) 
for the various opera nam: conditions. 










‘Condition | "C= ‘oat kHz) 


we re 1 |tPa) 


| Pumps on, Fans on, Bubbles on 
[Pumps on, Fans_on, Bubbles off | _125 
[Pumps on, Fans off, Bubbles off {121 
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With regard to the mechanical equipment, the typical 
condition of the OBW exhibit during normal business hours is 
pumps and fans on and the bubble curtain off. This is also 
its noisiest condition. The non-business hours condition is 
the same, with the exception of the bubble curtain being 
activated. It is interesting to note that the bubble 
curtain in the OBW Exhibit actually suppresses the noise for 
frequencies below approximately 500 Hz. Figure 5.1 shows 
the measured average NSL for these two conditions. Also 
plotted are the same estimated NSL curves from Figure 2.2, 
appropriate for a deep water environment. These estimates 
use shipping densities of 0 and 0.5, and wind speeds of 2 


and 10 m/s. 
Noise Spectrum Level versus Frequency 
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Figure 5.1. Observed 12-Hz-band-average NSL versus 
frequency for the two primary operating conditions 
of the OBW Exhibit with the pumps and fans on and 
the bubble curtain both on and off. The estimated 
NSLs are for D=0 and 0.5, and w=2 and 10 m/s. Total 
broadband (0-6.4 kHz) NLs are 124 dB and 125 dB re l 
uPa for bubbles on and off, respectively. 


Fagure 5.2 Ssmews the results of one-third=eoctave—band 


analysis of the same data. 
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One-Third-Octave-Band Spectrum Level 


One-Third-Octave Level (dB) 


OBW, bubbles off 
mks OBW, bubbles on 





16 «631.5 63 #125 4250 500 1000 2000 4000 8000 
Frequency (Hz) 


Figure 5.2. Observed one-third-octave-band noise 
spectra versus frequency for the two primary 
operating conditions of the OBW Exhibit. 


Figure 5.3 shows a comparison of the average NSL 
spectrum of the OBW Exhibit for the most prevalent condition 
of pumps, fans, and bubble curtain on, and also for the 
total power out condition. Also plotted are estimated NSL 
curves for parameter values of D=0 and 0.5, and w=2 and 10 
m/s. Note that all of the spectra show the power-line and 
synchronous motor contributions at 60 and 120 Hz, and 
MOEneE Es EEOnC  COne o DUEL On at) POUm Zen hcmeOn iz peak 1s 
still visible in the case with the power out; however it is 
not as prominent. This is most likely due to leaking noise 
from the west wing of the aquarium, which was powered 


normally during the east wing power shutdown. 
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Noise Spectrum Level versus Frequency 
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Figure 5.3. Observed 12-Hz-band-average NSL versus 
frequency of the OBW exhibit for the most prevalent 
operating condition and for the total power out 
condition. The estimated NSLs are for D=0 and 0.5, and 
w=2 and 10 m/s. Total broadband (0-6.4 kHz) NLs are 
110 dB and 124 dB re 1 wPa for OBW power out and 
normal operation, respectively. 


Figure 5.4 represents a one-third-octave-band noise 


spectra of the same data. 
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Figure 5.4. Observed one-third-octave-band noise 


spectra versus frequency for the normal OBW 
condition and the power out condition. 
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Be THE MONTEREY BAY HABITATS EXHIBIT 


1 Operating Specifics 

The Monterey Bay Habitats Exhibit is the aquarium’s 
second largest exhibit. It contains 350,000 gallons of 
water. Its maximum lengt is Sm seet (2727 my) and is 35 
feet (10.7 m) wide at each end. It has a depth of 17 feet 
(5.2 m) at the Deep Reefs end and 14 feet (4.3 m) at the 
Wharf end. The acrylic windows are 3-4 inches thick and the 
walls are 16 inch thick concrete. The rock work is concrete 
reinforced with about two inches of fiberglass sprayed onto 
a fiberglass framework. There are two grating drains 
leading to the main water outlet. The exact size and 
locations of the rockwork and drains can be seen in Appendix 
B, Drawing 2. 

The Monterey Bay Habitats Exhibit is intended to 
reproduce local shallow-water environments which might 
include, for example, a sandy seafloor, a reef, or wharf 


a nlllaieversy- 


2 Ambient Noise Spectrum Levels 

Ambient noise recordings were made at a lateral 
distance of six feet (1.8 m) from the side wall and at a 
depth of six feet (1.8 m). The exact position is annotated 
in Appendix B, Drawing 2. The exhibit has basically just 
one operating condition--pumps on. The recordings were made 
in this condition during normal business hours with a 
moderate amount of visitors. The primary noise contributors 
are from water flow, pump machinery noise, and the visitors 
outside of the seven viewing windows. 

The measured broadband noise level (NL) under this 
condition was 118 dB (re 1 uwPa). Figure 5.5 is a plot of 


the observed 12-Hz band average NSL versus frequency. 
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Noise Spectrum Level versus Frequency 


NSL (dB re 1 micro-Pa/rtHz) 


Ship Densities: 0 & 0.5 ' 
Wind Speeds: 2 & 10 m/s 
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Figure 5.5. Observed 12-Hz-band-average NSL 
versus frequency for the Monterey Bay Habitats 
Exhibit. The estimated NSLs are for D=0 and 0.5, 
and w=2 and 10 m/s. Total broadband (0-6.4 kHz) 
NL is 118 dB re 1 pPa. 


Figure 5.6 represents the same data as a one-third- 


octave-band noise spectrum. 
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igure 5.6. Observed third-octave-band noise 
pectrum versus frequency for the Habitats. 
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C. THE KELP FOREST EXHIBIT 


Le Operating Specifics 

The KelpePorest. Exhibaesweme third Ofvrmen baece lana 
tanks at the Monterey Bay Aquarium. It contains 335,000 
gallons of water. It measures 66 feet (20.1 m) in length 
with a height ofgeimereet (9.4 m) with 28 feety(s.5 m) of 
water. The wamlls of the exnibit are 16 inches Ehick exceper 
where they join the Monterey Bay Habitats where they are 22 
inches. The exhibit spans all three levels of the aquarium 
with viewing areas on the first and second floors. The 
dimensions of the exhibit can be seen in Appendix B, Drawing 
BF 

A piston/plunger built into the rockwork in the upper 
left area of the exhibit creates a surface wave displacement 
of up to one anda half feet. The flow rate into the tank 
is between 2000 and 3000 gallons per minute. 

The surface of the exhibit is on the roof of the 
building and 1s open to the elements. This is to allow 
natural sunlight for the photosynthesis needed for the kelp. 
There are also mist sprinklers on the surface to simulate 


sea spray. 


2. Ambient Noise Spectrum Levels 

Ambient noise recordings were made at a lateral 
distance of 6 feet (1.8 m) from the side wall and at a depth 
of 12 feet (3.7 m). The standard condition of the Kelp 
Forest Exhibit has the surface sprinklers in continuous 
operation and the wave machine on during business hours. We 
made recordings with the waves and sprinklers both on and 
off. Of particular interest in our analysis is the 
comparison between the conditions of waves on and waves off. 


These are the two primary operating conditions. 


28 


The measured broadband noise level (NL) during the 


standard (waves on) condition was 112 dB (re 1 uPa). 


Figure 5./ and 5.8 show the narrow-band and the one-third- 


octave band NSLs for both conditions (waves on/waves off). 


NSL (GB re 1 micro-Pa/rtHz) 


Noise Spectrum Level versus Frequency 
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Figure 5.7. Observed 12-Hz-band-average NSL 
versus frequency in the KFE with the wave machine 
both on and off. The estimated NSLs are for D=0 
and 0.5, and w=2 and 10 m/s. Total broadband (0- 
6.4 kHz) NLs are 114 dB and 112 dB re i wPa for 
the KFE with waves off and on, respectively. 
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Figure 5.8. Observed third-octave-band noise 
spectra versus frequency for the KFE. 
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D. COMPARISON OF THE THREE AQUARIUM EXHIBITS 


The obvious difference between the three largest 
exhibits in the Monterey Bay Aquarium is the volume of water 
contained in each. The other differences may seem subtle to —™ 
the common observer but could be significant to the noise 
levels in each. The differences discussed here are the 
exhibits’ proximity to the pump machinery room and the flow 
rate of the water into the tanks. 

The same machinery is used to pump bay water into all 
three exhibits via one large pipeline. The pump machinery 
is housed in the same building as the OBW and iS very near 
in proximity to the actual walls of the tank. Both the 
Habitats Exhuemeeand the KRelpsBorest Exhibit are located in 
the opposite wing of the facility, at a distance of several 
hundred feet from the pump machinery. The flow rate into 
the OBW is over 7100 gpm and is between 2000-3000 gpm for 
the two smaller exhibits. 

Figure 5.9 shows the narrow-band NSLs of the OBW, along 
with the NSLs of the KFE and the Habitats exhibit, all under 
normal operating conditions. 
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Figure 5.9. Observed 12-Hz-band-average NSL versus 
frequency in the OBW, KFE and Habitats. Total broadband 
(0-6.4 kHz) NLs are: OBW, 124 dB; Habitats, 118 dB; 

KEE, l12 sdb eee rar 
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VI. COMPARISON OF AQUARIUM RESULTS TO BAY 
RESULTS 


The following are the comparisons of the narrow~band 
NSLs of the exhibits and the environment with which they are 


most closely meant to simulate. 


A. OFFSHORE BAY VERSUS OUTER BAY WATERS EXHIBIT 

The first comparative analysis shown will be two 
narrow-band NSLs of the OBW exhibit compared to a typical 
NSL of the offshore location in the Monterey Bay (Figure 
Se ee eee chclhrics OF) and eo mance ind ss peedssor 2 


paCe LOU, scarce le Miseeator the eCSstimated curves. 
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Figure 6.1. Observed 12-Hz-band-average NSL versus 
frequency for the two extreme OBW conditions and for 
the Offshore Bay location. The estimated NSLs are 
for D=0 and 0.5, and w=2 and 10 m/s. Total broadband 
(O-6.4 kHz) NLs are: OBW-normal, 124 dB; Bay(OS), 
InkGe By CBW-power out, 110 dB re 1 pra 


The measured broadband (0-6.4 kHz) noise levels are: 
LO@nEiomer —icamas (re ly wPa); £or the Kelp Forese Exhibit, 
iMevmaek-wancmuror tie Habitats Exhibit, 118 dB. 
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The OBW-normal spectrum data came from recordings with 
the pumps On and the bubble Vememeie oti.) POunmemia sopec ncn 
and the total-power-out spectrum follow similar trends and 
show the expected peaks at approximately 60, 120 and 150 Hz. 
The notable difference between the two is the 25-30 dB 
increase in level between the normal and power-out 
conditions for frequencies above 100 Hz. 

This was somewhat expected; the results of real 
interest are the magnitudes of the differences shown between 
the NSLs of the aquarium, as it typically operates, and the 
environment which it attempts to simulate. Except for the 
region below approximately 20 Hz, the aquarium is 
Significantly louder. The difference is about 15-25 dB from 
100 to 1000 Hz and approaches about 10 dB for frequencies in 
the range of 4000 to 6000 Hz. 

What was not anticipated was how the bay noise compares 
to the aquarium with the power out. The spectra are similar 
up to about 1000 Hz but the aquarium is actually quieter 
than the bay at frequencies greater than this. Realizing 
that this situation is not a possibility for any aquarium to 
normally operate under, it does however lead one to believe 
that further study of the predominant noise sources and 
transmission paths could lead to suppression measures that 
may Significantly reduce the aquarium exhibits’ ambient 


noise levels under normal operating conditions. 


Be NEARSHORE BAY VERSUS THE TWO SMALLER EXHIBITS 

The next comparative analysis is between the Monterey 
Bay Habitats Exhibit, the Kelp Forrest Exhibit and the 
nearshore bay location (Figure 6.2). "Again, the estimated 
curves use shipping densities of 0 and 0.5 and wind speeds 
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Figure 6.2. Observed 12-Hz-average-band NSL versus 
frequency of the Habitats and Kelp Forrest Exhibit and 
the Nearshore Bay location. The estimated NSLs are for 
D=0 and 0.5, and w=2 and 10 m/s. Total broadband (0- 
6.4 KHZ) NES@ane Sho bieoaes ello GB; KFE, li2 dB; 

Bay (NS) 2. SedBe re lenea. 

In contrast to the large differences in noise levels 
observed between the OBW and the offshore bay, these spectra 
are remarkably similar. With the exception of the peaks at 
60 and 120 Hz in the aquarium exhibits, the noise level 
differences across the entire frequency range are generally 
only 5-10 dB; both aquarium exhibits are actually quieter 
than the bay between 4 and 7 kHz. Again, this is the region 
dominated by the surface (wind and waves) effects, which are 
only present in the bay. 

Recall that, other than the volume of water, the 
primary difference between the three aquarium exhibits is 
their proximity to the pump machinery room and the 
Circulated seawater flow rates. This leads one to believe 
that these mechanical noise sources are the largest 


contributors to ambient noise in the exhibits. To verify 


this, a correlation analysis of pump vibration and 
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underwater acoustic noise would have to be performed. This 
is suggested for follow-on work. 

Figure 6.3 1s a plot of the same data shown in Figure 
6.2, restricted to the frequency range of 1-6.4 kHz. The 
fact that the Habitats and the KFE have very similar NSLs at 
frequencies above 1 kHz and that they have similar seawater 
circulation flow rates and are equidistant from the pump 


machinery room reinforces the previous conclusion. 
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Figure 6.3. Observed 12-Hz-average-band NSL versus 
frequency for the Habitats and Kelp Forrest Exhibit and 
for the Nearshore Bay location. Total broadband (0-6.4 
KHZ) NLS are: Habitats, Tic dB; Vkhee, feds Bay (No), 
LissdByre 1 UPa: 
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VII. CONCLUSIONS AND RECOMMENDATIONS 


A. SUMMARY 

There are a number of known contributors of ambient 
noise in the Monterey Bay Aguarium. These include, but are 
not limited to, some of the following: seawater circulation 
pump machinery; seawater circulation flow noise; the ambient 
air temperature controlling equipment, including fans and 
air conditioning; service elevators and passageways; 
industrial and retail noise from nearby businesses; and 
finally, nolseaaeen the Numan factor, Ineludinge@vyisitors as 
well as aquarium personnel. 

While it would be almost impossible to determine to 
exactly what extent these various contributors effect the 
ambient noise levels, this investigation has attempted to 
point out some of the more probable and most significant 
maceOrs . 

Table 7.1 is a summary of the broadband noise levels 
for all locations and conditions reported in this 


investigation. 


Table 7.1 Measured broadband (0-6.4 kHz) 
noise level (NL) for the reported locations 
ancmecond) ELons:. 


Location © | Condition — | NL (0- 6.4 kHz) > 
Se Te IpPa) — 


Sane ceaieaa. | Paewveaneicies on | 112 
Habitats | Pumpsonlyon | SI 
[Outer Bay Waters | Total powerout_ ==, 
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Figure 7 2s a comparison Gmerne Nols Of =meenelp 


Forest, the Habitats and the Outer Bay Waters exhibit with 


all equipment operating as normal. Also plotted are the 


estimated deep-water NSLS uSing the values of D = 0 and 0.5, 


aniClewues 2 ance loom: s. 
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Figure 7.1. Observed 12-Hz-band-average NSL for 
the OBW, KFE and Habitats exhibits. The estimated 
NSLs are for w=2 and 10 m/s. Total broadband NLs 
are: lOBW, I24,0dB;- Habitats, 1's sdb; Keb, 12 dB 
(resi auea)= 


Figure 7.2 is a similar comparison of the Nearshore and 


Offshore bay 


locations. Also plotted are the same estimated 


deep-water NSLs as in Figure 7.1, for comparison. 
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Noise Spectrum Level versus Frequency 
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Figure 7.2. Observed 12-Hz-band-average NSL for the 
Nearshore and Offshore bay. The estimated NSLs are 
for w=2 and 10 m/s. Total broadband NLs are 113 dB 
and 116 dB (re 1 uPa) for Nearshore and Offshore, 
respectively 


The results of the comparative analysis between the 
offshore bay location and the aguarium’s largest exhibit as 
it normally operates were expected. The aquarium was 
Significantly louder across the entire observed spectrum. 
When this same offshore data was compared with the aquarium 
in its power-out state, the NSLs were much more similar, 
especially for frequencies below 1 kHz. Above 1 kHz, the 
bay actually had a higher noise level. As mentioned in 
Chapter II, noise in the frequency regime between 1 kHz and 
100 kHz is dominated primarily by the surface agitation 
effects such as wind and surface waves. These factors, of 
course, were not present in the case of the aquarium. 
Prominent, narrow, power-line-related noise peaks at 
frequencies of 60 and 120 Hz were observed in both 
measurements of the Outer Bay Waters exhibit (normal 


operation and power out). The fact that, for frequencies 
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greater than 1 kHz, the bay was quieter than the normally- 
operating aquarium but louder than the power-out aquarium, 
leads one to conclude that the sea-state and the wind speed 
are indeed the main contributors of ambient noise in the bay 
in this frequency range. The only conclusicom tEmac, can be 
drawn thus far about the noise levels in the OBW is still 
the obvious one, that the aquarium is much louder with the 
power on. This is no doubt the result of the mechanical 
equipment, predominantly air conditioning and seawater 
circulation pumps, operated close-by. 

The Kelp Forest and Habitats exhibits follow similar 
trends when compared to the nearshore bay location. The 
primary exception is that the magnitude of the difference 
between the NSLs of the smaller tanks and the nearshore bay 
is significantly less than that of the large tank and the 
offshore bay. The noise spectrum level of the OBW, although 
Similar in general characteristics such as the slope and 
falloff in the higher frequencies, is significantly greater 
across the entire spectrum. 

The Habitats and Kelp Forest Exhibits share many 
Similarities. Their volumes are roughly equivalent as well 
as their seawater circulation flow rates and their proximity 
to the pump machinery room. Also very similar are their 
observed noise spectrum levels. With respect to these 
criteria, they are not, however, very Similar to the Outer 
Bay Waters exhibit. The OBW contains almost five times the 
volume of water, has a seawater circulation flow rate almost 
three times greater and is located very near the pump 
machinery. This leads one to conclude that these factors are 
the prime contributors to the higher noise levels in the OBW 


exhibit. 
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B: SUGGESTIONS FOR FURTHER INVESTIGATION 

Clearly, machinery noise is the most prominent 
contributor to the underwater ambient noise observed in the 
Monterey Bay Aquarium exhibits. Exactly how much each piece 
of equipment (pumps, fans, etc.) contributes to the total 
noise level in an exhibit could be determined by a 
correlation analysis of machinery vibration and underwater 
Aegiuisese morse.  ~This follow-on research could help to 
precisely identify the prominent noise sources and their 
specific paths of transmission into the aquarium exhibits. 

With the results of this suggested follow-on analysis, 
mitigating measures might be taken to effectively reduce the 


leve suo mirense. Im tne extn bates . 
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APPENDIX A. EQUIPMENT SPECIFICATIONS 


DT-276 HYDROPHONE SPECIFICATIONS AND FREQUENCY RESPONSE 


Type: Piezoelectric hollow cylinder 
Active element diameter: 6.5 cm 
Active element length: 14 cm 


Noite Low erequency = SCWottivity;  —-187 dB resi V/iPa 
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TASCAM DIGITAL AUDIO TAPE RECORDER, MODEL DA-P1 


Specifications 





Format: Rotary head digital audio tape deck 
Record Time : 120 minutes (with 120-min tape) 
Fast Winding Time : Approx. 60 seconds 
Tape Speed : 8.15 mm/sec. (12.225 mm/sec. during 
play) 
Quantization : 16-bit linear 
Error Correction Method : Octuple error correction 
Drum Speed : 2,000 rpm 
Sampling Rates : 
48 kHz recording (digital/analog), play 
44.1 kHz recording (digital/analog), play 
32 kHz recording (digital only), play 
Channel : 2 channels 
Frequency Response : 20 Hz to 20 kHz, + 0.5 dB 
(44.1/48 kHz) (LINE) 
S/N : Better than 90 dB (LINE) 
Dynamic Range : Better than 90 dB (LINE) 
Total Harmonic Distortion : Better than 0.007%, | kHz 
(LINE) 
Channel Separation : Better than 85 dB (1 kHz) 
Wow and Flutter : Unmeasurable (less than +0.001%) 
Analog VO 
MIC/LINE IN (XLR-3-31 x 2) 
MIC 
Nominal level : -60 dBm (0.8 mV) 
PAD : 20 dB 
Input impedance : 2.5 kohms, balanced 
LINE 
Nominal level ; +4 dBm (1.2 V) 
Input impedance : 10 kohms, balanced 
LINE IN (RCA x 2) 
Nominal level : -10 dBv (0.3 V) 
Input impedance : 35 kohms, unbalanced 
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LINE OUT (RCA x2) : 
Nominal level : -10 dBv (0.3 V)(10-kohm load) 
Output impedance : 500 ohms, unbalanced 
PHONES (1/4" jack x 1) 
Max. output level : 15 mW + 1S mW (32 ohms) 
Digltal I/O 
IN (RCA x 1) : IEC 958 TYPE II (S/PDIF) 
OUT (RCA x 1) : IEC 958 TYPE I] (S/PDIF) 
Power Supply : 2-way (AC adaptor PS-D1 and Ni-Cd 
battery BP-D1 (7.2 V, 1.4 Ah)) 
U.S.A/Canada : 120 VAC, 60 Hz 
Europe : 230 VAC, SO Hz 
U.K./Australla : 240 VAC, 50 Hz 
Power Consumption : 
13W (with PS-D1, during OPERATE) 
15W (with PS-D1, during CHARGE) 
Battery Charging Time : Within approx. 2.5 hours 
Battery Life : Approx. 120 minutes (continuous 
recording, PHANTOM OFF), approx. 100 minutes 
(continuous recording, PHANTOM ON, (2 mA x 
2)), Approx. 180 minutes (stop) 
Dimensions (WxHxD) : 258 x 54 x 188 mm (10-3/16" x 
2-1/8" x 7-3/8") 
Weight : 1.2 kg (2-10/16 lbs) (excluding battery 
(240 g)) 
Supplied Accessories : AC adaptor/battery charger 
(PS-D1), Ni-Cd battery (BP-D1), and Carrying belt 


O In these specifications, 0 dBv is referenced to } Volt, 
and O dBm ts referenced to 0.775 Vrms. Actual 
voltage levels are also given in parenthesis (0.316 V 
for -10 dBv rounded off to 0.3 V). 

© Changes in specifications and features may be made 
without notice or obligation. 


ITHACO 1201 LOW-NOISE PREAMPLIFIER SPECIFICATIONS 







(PS-134a MODEL 1201 


LOW NOISE T eH 
gaa eRe eM sete PREAMPLIFIER ! ACS 
es ; 
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SPECIFICATIONS 
INPUT IMPEDANCE 





OC Coupled: Greater than | gigohm (1000 megahms); typically 
5 gigohms (5000 megohms). 
AC Coupled: 100 megohms 


INPUT CURRENT Leas than I0pA, either input; less than 5pA difference (offset) current. 


INPUT FREQUENCY RESPONSE 
DC STABILITY (vs. Temperature) 6uV/*C mex, referred to input; 300uV/*C max, referred to autput. 
DG STABILITY (vs. Tine) 
MAX!MUM INPUT, COMMON MODE 
SINGL E-ENDED +75mV (gains af X200 ~ X10K) 

COMMON MODE REJECTION 
(Minimum) 




































X10 t© X10,000 in a 1=2—5=10 sequence; front panel potentiometer 
provides continuous gain to X25,000. 


GAIN ACCURACY Better than 1% when vernier is in CAL pasition. 


GAIN STABILITY Berter than 0.03%/°C. 
DISTORTION Typically less than 0.01%. 


FREQUENCY RESPONSE 


DC Coupled: OC ro 400 kHz (—3 dB) with low pass switeh in 

- MAX position. 
AC Coupled: 0.008 Hz to 400 kHz (-3 dB) with low pass switch 
in MAX positian. 


HIGH PASS FILTER Switch=selectable from OC ond 0.03 Hz to 3 kHz, in o 1-3-10 
(low frequency rolloff) sequence. 


LOW PASS FILTER Switch—selectable fram 3 Hz to 0 kHz and MAX in a 1-3—10 
(high frequency rolloff) sequence; bandwidth in MAX pasitian is 400 kHz minimum. 

Less than 0.4d8 at 10 Hz, with a | megohm source impedance. 
Less than 0.04 dB of 1 kHz, with a 1 megohm saurce impedance. 
Pe mee cate tole 


Less thon 7 nV per Hz ~ “ot 1 kHz. 















OUTPUTS Four outputs (BNC) as follaws: 3) 6000 outputs (2). 
b) Lo—Z output (to 25 mA, 50 Q). 
e) Uni gain (X1) autput. 

MAXIMUM OUTPUT VOLTAGE 

(battery operation) 

MAXIMUM OUTPUT YOL TAGE 

(line operatian) 

GATED OPERATION 


REMOTE PROGRAMMING 









6002 outputs: 12 volts pk—pk, minimum. 
Lo=-Z autput: 10 volts pk—pk minimum, up to 25 mA. 
Uaity-gain {X1) output: 1.3 volts pk-pk minimum, up to 7 mA. 
6000 outputs: 20 volts pk—pk, minimum. 
b) Lo=Z autpyt: 18 voles pk—pk minimum, uo to 25 ma. 

e) Unity~gqain (X1) autput: 2 volts pk—pk, minimum, up te 7 mA. 
Preamplifier may be gated with extemal input (rear panel BNC). Any 
wavetorm type, including TTL or contact clasure, is permissable. 
Minimum duration (pulse) is Zusec. 




























Option (user-installable) inputs permit remate cantrol of gain (from X10 
to X10,000 in co 1-2—5=—10 sequence), averlaad recovery and gating. 
Gain ond/ar averload may be latched. Device select function line allows 
multiplexing several Made! 1201 Preamplifiers. 

Option outputs indicate remote operation, incorrect gain cammand, gain 
status, gain un=CAL, averlaad, law pass filter status and high pass 
filter status. Formot is BCD—<oded. 
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APPENDIX B. AQUARIUM SCHEMATICS 


THE OUTER BAY WATERS EXHIBIT 


Viewing Glass 


Top View Hydrophone Position 


From third floor 
maintenance/feeding area 






















90 ft 
|| Drawing Number: aq001 | 
Title: Outer Bay Waters 
Sarco Varew Location: Monterey Bay Aquarium 
Designed: Turbocad v5.0 
Author: D.M. O'Neal 
Feeding/Access 
ee TIT TTIt {i Dimensions | General 
NGENSEENGEN GENE Ne” NGG NGENGENS NERO NE AG Length: 90 ft |watex Depth: 32ft 
| \|Width: 52 ft  jivis Vol: 880k gal 
|| Height: Somer | Tot Vol: 1.4M gal | 
1 |Seale: 1:200 | | 
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Second Floor 


Viewing Glass Third Floor 


Service/Access Area 
1" square 
porcelain tile 


3/4" thick 
fiberglass 
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Viewing Glass 





Service 
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Location: Monterey Bay Aq 
| Designed: TurboCad v3.0 
Author? Di Meo Neal 
Dimensions || 
Length: 91 ft ‘Water Depth: 14 ft | 
| 


', Height: 17 ft |Tot Vol: 350k gal 
| Width: 35 ft 


THE MONTEREY BAY HABITATS EXHIBIT 


Window 








Top View 


Grating 


Window 


Window 
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General 


Drain 
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Wharf Pilings 
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THE KELP FOREST EXHIBIT 





Drawing Number: aq003 | 


{ 

| 

| Title: Kelp Forest Exhibit 
|| Location: Monterey Bay Aq 
t 





| Designed: TurboCad v5.0 
| Author: D.M. O'Neal 
| Dimensions 

iNauength: 66 ft 


HeVgne ses eee 
) | 


Water DepEn: 26 fC | 


| 
General | 
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APPENDIX C. MATLAB PROGRAMMING CODE 


Sample MATLAB Programming code fer generating the estimated 
Noise Spectrum Levels in the sea due to the various 

Sources from 1 HZ to 1000 kHz. 

Produces plot of Coates' work (Figure 2.2) [3]. 


glo alo olo alo 


clear all; 
POrMmea ct. Shorey 


Shi ool nemo 60.1) 
wind speeds (m/s) 
frequency (1a az 


Dvec=(0 0.5 1.0]; 
wvec=[0 5 10 15]; 
f£$-Logspace(—-3, of 1000); 


alo alo old 


mor g—l:3; 
D=Dvec(j); 

for i1={ 24; 
w=wvec(i1); 
NSii=Iy eo tegl) (Lf) ; 
Nobz— (0 0Ucaep Oo) +26" loglO(L)—60* Logl0(£+0. 03) 
hols fS0e ome aree (Ww) t20*logl0(£)-40*logl10(£+0.4); 
Nola lone orlegi Ot); 


NoL—h0- log Men Oe (Noi /10)4+10.*(NSL2/10)+10.* (NSL3/10) +10. -(Nsi4, Tore 


Semidogx (ft, Noi. = ); 
aus (iO oer oor CG 110) ); 
G@eicd on, old on; 

end 

end 


gtext('Wind speeds (m/s)'); 

Set ( CO eg eerrn oj geext (*10');qtext('15")- 
gtext('Shipping density'); 

eax (0 jeduert( Osco) grext ("1"); 


title('Ambient Noise from Various Sources'); 


pllabel(’ Frequency (kHz) "); 
poabel(ONSL (dB re | micro=-Pa)"); 
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Sample MATLAB Programming code for plotting narrowband NSLs of 
various locations and generating the estimated NSLs from 
specific wind speeds and sea states. 

This code produces a plot of the Monterey Bay (Offshore) versus 
the Quter Bay Waters (Normal operaving =conaic1cm) = 


QO gO oO O19 oo 


clear val: 
fOrmat Shore: 


2 Kwek KKK KK KKK LOAD RECORDED DAA HERE eae eae Kee KKK KEK KK KK KEKE HK 


load d:\matt\bay\n51001.mat; yl=4.*(y/2); % bay-offshore 
load d2\mert Vac \nsl40i met; ys=77 2. obw, normal op 


oo 


x2=(0:0.00826..4) '; 


db8hz_ y1l=10*logl0(y1); 

dbilnz ty l—dedirzy | —3—3-3-1 79; 

psdyl=105 (dotnziyl/10); | 

splyl=10* log lO0(trapz (x2(1: engin (x2)) “1000, ssdyl (1: Lengtemer2 


abehzcys—107 loegl0 (v3); 

dbinz ys —dbehizeys = 3S 3535) 1 o, 

psdy3=10.%(dblhz y3/10); 

sply3=l0-Voqit( trapz (a2): lengthix2)) "10007 psdys(1: lenge niis2)))) 


semilogx(x2,dblhz y3, "b*,x2,dblhz yl,*g'); 
axis [10° =3. 10520 se20)) : 
Grid en, neld. on; 


Set (dCa mgr Het mnestyle | =) 
Setigca, Mincramicdlanestyle (4) 
set (geo,  linewrdein 73) 


6. SP ERAe GENERATE Ghb alot MATE DUNSUS BEEOw™ 9-2 ca. a 


Dyvec=(0 0-5]; 6 Shipping (0 Eo. 1) 
wvec=[2 10]; wind speeds (m/s) 
£=LOGspace(-s,21, 1000); frequency (in kHz) 


oe oo 


for j=l:length (Dvec) ; 
D=Dvec(j); 

for 1=l:length (wvec); 
W=wvec (i); 
NSti—1 7-302 tegiuat £7; 
NSE2=40+420 (D-0- 5) +26" logl0(£)—60* logl10(£+0.03); 
NSU S=5047 5 sone (Ww) +20" logl0( ft) -=40-logloO(i+o4); 
NSL4=-15+20*1log10(£); 


NSL=10* l6ég10 (10-7 {Neil 10) +10. (Nol a) Or (NSS 10) +10." (NSE4 noe 


Semi bogx (tf, NSiy =), 
axe ( (1Ot=25 1071265 ese lhe; 
Grid on, nolaen, 

end 

end 


title('Noise Spectrum Level versus Frequency'); 
xlabel('Frequency (kHz)');ylabel('NSL (dB re 1 micro-Pa/rtHz)'"); 
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Sample MATLAB Programming code for plotting one-third-octave 
broadband NSLS of various locations. 

This specific code produces a plot of the Monterey Bay (Offshore) 
versus the Monterey Bay (Nearshore). 


alo oO ol0 ol0 


Gleareal be rtOortiac ssiore,: 
SZ KKKKKKKEKHX*K*K TOAD SPECIFIC DATA HERE *4 KKK KK KKKKKKKKKKKKKE 


load d:\matt\bay\071004.mat; yl cor=y/2; % bay, nearshore 
load d:\matt\bay\053118.mat; y2_cor=y/2; % bay, offshore 


rol. leghOly tee.) 7 -y2—10*logl0(y2 cor); 
$ DEFINE THE STANDARD CENTER BANDS FOR 1/3 OCTAVE ANALYSIS 


Peeqe sede) 10 7mm Oe Zoe. 5 420550563. 0-100. 125. 260 
ZOOmz sons lS 4008500 630-500 1000 1250 1600 
ZOOUme oO S50 4000" 5000 6500 8000)"; 


freq log=logl0(freq real); 
m—llogspace (3.90309, 30); 


semilogx(freq real,yi, '-square'); hold on; 
semilogx (freq real, y2, “-0'); 


Set (gca, Gridlinestyle’, '-") 
Bere(Gca, Wanorgqrrdianestyle’, '=") 
Soma pe aero wilhe sl.5 63 125 250 500 1000 2000 4000-8000) ); 


geld) on: 


title('One-Third-Octave-Band Spectrum Level') 
ylabel('One-Third-Octave Level (dB)') 
xlabel('Frequency (Hz) ') 

legend('Nearshore', 'Offshore'); 


a 
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